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PRODUCT SAFETY DATA SHEET 

identity Product Category 

: Mangan^e Dioxide Lithium Battery 

Model Name 

: CR1220 

Nominal Voltage 

: 3 V 

Nominai Capacity 

: 40 m/Ui 

Chemical Systan 

: Manganese Dioxide / Lithium 

Design for Recharge 

: Q Yes. E No. 


SECTION r MANUFACTURER’S INFORMATION 


Manufacturer's Name 

: Sony Energytec Inc, 


Supplier's Name 

: Sony Corporation Recording Media & Energy Compar^if 


Supplier’s Address 

: 6-7-35 Kitashinagawa Shinagawa-ktii Tokyo 141 Japan 


Information Tel^hone 

1 Japan +$1-3-5448-5880 


Emergency Telephone 

I Japan +81-3“544S-5880 


Date Prepared 

: March 26, 1997 


Signature of Paper 




SECTION n 

HAZARDOUS INGREDIENTS 


IMPORTANT NfJTE ; The battery should not be opened or burned since the fol loving 
ingredients contained within, or their discharge or combustion 
products, could be harmful under some circumstance if exposed. 

Cathode 

Material or Ingredients 
; Manganese Dioxide 
Graphite 

(CAS# 1313-13-9) 
(CAS# 7782-42-5) 

Anode 

: Metallic Lithium (O.OllgJ 

(CAS# 7439-93-2} 

Electrolyte 

; D i me thoxy ethane 
Propylene Carbonate 
Lithium Perchlorate 

(CAS# 110-71-4) 

Others 

' Heavy Metals such as Mercury and Cadmium are not added in the 
battery. 

SECTION DI 

FIRE AND EXPLOSION HAZARD 

DATA 


In case of fire» it is pernissible to use am- class of extinguishing lEedium on these 
batteries or their packing material. 

Cool exterior of batteries if exposed to fire to prevent rupture. 
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SECTION N HEALTH UAZARi) DATA 


Under normal eonditioiis af use, these ehemicaJs are cotitaioed ia sealed can! 
therefore^ risk of exposure occurs if the battery is swallowed or mechanically abused. 


Swal loving 

: Ingestion of a battery can be harmful. Contents of an opened battery 
can cause serious chemical burns of mouth, esnophagus, and 
gastrointestinal tract. In either case, do not induce vomiting nor 
give food or driiik. Seek medical attention immediately. CALL 
NATIONAL BA'ITEHY INGESTION HCTLINE for advice and follow-up 
(U.S.A. 202-625-3333) collect, day or night. 

Inhalation 

; Contents of an opened battery can cause respiratory irritation. 
Provide fresh ai r and cal I a doctor. 


Skin Contact : Contents of an opened battery can cause skin irritation, 



Wash skin with soap and water. 

Eye Conract 

‘ Contents of an opened battery can cause eye irritation. 

Immediately flush eyes thoroughly with water for at least 15 minutes. 
Seek medical attention. 

SECTION V 

PRECAUTIONS FOR SAFE HANDLING AND USE 

Storage 

: Store in a cooL well -vent! la ted area. Elevated temperatures can 
result in shortened battery life. Since short circuit can cause burn 
hazard and leak or escplode hazard, do not batteries jumbled in bulk 
containers. 

Handl ing 

: Do not short. Do not mi.x different type batteries or mix new and old 
ones together. Do not directly heat, solder, or throw into fire. Such 
unsuitable use can cause leakage or explosion. 


Charging : 'nils battery is not designed for recharging. To do so can cause 


Disposal 

battery leakage or eisplosion. 

1 Dispose in accordance with applicable federal, state, and local 
regulations. 

Warning 

: jylAV E.mODE OR LEAK IF INSHKIH) IN CORRECTLY, SHORl'ENED DISASSEMBLED. 
heated disposed of in ITRE, or EECHAIfCED. 

KEEP AWAY FRCM SMALL CHILDREN. IF SWALLOWED. PROMPTLY SEE A DOODR. 


SECTION VU SPECLAL P ROTE a ION INFORMATION 


Respirator/ Protection : Not necessary under nomal use. 
Ventilation 1 Not necessary under norma J use. 
Eye Protection : Not necessary under normal use. 
Protective Gloves 1 Not necessary under noroal use. 


